LSEVIER 


Analytica Chimica Acta 291 (1994) 357-359 


ANALYTICA 
CHIMICA 
ACTA 


AUTHOR INDEX 


Achterberg, E.P. 
— and Van den Berg, C.M.G. 
In-line ultraviolet-digestion of natural water samples for 
trace metal determination using an automated voltammet- 
ric system 213 
Ahmad, M. 
— and Narayanaswamy, R. 
Fibre optic reflectance sensor for the determination of 
aluminium(III) in aqueous environment 255 
Alexander, P.W., see Aquino-Binag, C. 65 
Alt, F., see Messerschmidt, J. 161 
Aly, F.A. 
—, El-Brashy, A. and Belal, F. 
Spectrofluorimetric determination of reserpine in pharma- 
ceutical preparations and biological fluids 141 
Aquino-Binag, C. 
—, Pigram, P.J., Lamb, R.N. and Alexander, P.W. 
Surface studies of quinhydrone pH sensors 65 
Athanassova, M., see Nedeltcheva, T. 75 


Barnabas, I.J. 
—, Dean, J.R., Hitchen, S.M. and Owen, S.P. 
Selective extraction of organochlorine and organophos- 
phorus pesticides using a combined solid phase extrac- 
tion—supercritical fluid extraction approach 261 

Belal, F., see Aly, F.A. 141 

Benson, R.L. 
—, McKelvie, I.D., Hart, B.T. and Hamilton, I.C. 
Determination of total phosphorus in waters and waste- 
waters by on-line microwave-induced digestion and flow- 
injection analysis 233 

Bramley, P.C. 
— and Wheeler, V.A. 
An integrated analytical strategy for liquid effluent man- 
agement 243 

Brandt, J. 
— and Hitzmann, B. 
Knowledge-based fault detection and diagnosis in flow- 
injection analysis 29 


Caruso, J.A., see Marawi, I. 127 
Costadinnova, L., see Nedeltcheva, T. 75 


Dalangin, R.R. 
— and Gunasingham, H. 
Mercury(II) acetate—Nafion modified electrode for anodic 
stripping voltammetry of lead and copper with flow-injec- 
tion analysis 81 

Davidson, C.M. 
—, Thomas, R.P., McVey, S.E., Perala, R., Littlejohn, D. 
and Ure, A.M. 
Evaluation of a sequential extraction procedure for the 
speciation of heavy metals in sediments 277 

Dean, J.R., see Barnabas, I.J. 261 

Debruyckere, G. 
—, De Sagher, R., Van Peteghem, C., Van Vyncht, G., 
Maghuin-Rogister, G. and De Pauw, E. 
Gas chromatographic—mass spectrometric confirmation of 
a clostebol metabolite in urine 155 

De Pauw, E., see Debruyckere, G. 155 

De Sagher, R., see Debruyckere, G. 155 


El-Brashy, A., see Aly, F.A. 141 


Fones, G., see Nimmo, M. 321 

Frenzel, W. 
Permeation denuder for sampling and continuous analysis 
of gases. Part 1. System configuration, basic studies and 
application to atmospheric ammonia and sulfur dioxide 
305 

Fuchigami, T. 
— and Imasaka, T. 
Capillary micellar electrokinetic chromatography based on 
indirect semiconductor laser fluorescence detection 183 


Glennon, J.D., see Hutchinson, S. 269 
Grant, A., see Whalley, C. 287 
Gunasingham, H., see Dalangin, R.R. 81 
Gy6oryova, K., see Orinak, A. 169 


Hamilton, I.C., see Benson, R.L. 233 

Hara, S. 
—-, Nakamura, M., Sakai, F., Nohta, H., Ohkura, Y. and 
Yamaguchi, M. 


_ 


358 Author Index / Analytica Chimica Acta 291 (1994) 357-359 


2,2'-Dithiobis(1-amino-4,5-dimethoxybenzene) as a highly 
sensitive, selective and stable fluorescence derivatization 
reagent for aromatic aldehydes in liquid chromatography 
189 

Harris, S.J., see Hutchinson, S. 269 

Hart, B.T., see Benson, R.L. 233 

Hauge, S. 
—, Margy, K. and Thorlacius, A. 
Metal ion interferences in determination of sulphur by 
flame molecular emission spectrometry 107 

Hitchen, S.M., see Barnabas, I.J. 261 

Hitzmann, B., see Brandt, J. 29 

Hong, M., see Zou, H. 205 

Hopke, P.K., see Wienke, D. 1 

Horne, E., see Hutchinson, S. 269 

Hu, X., see Zou, H. 205 

Hutchinson, S. 
—, Kearney, G.A., Horne, E., Lynch, B., Glennon, J.D., 
McKervey, M.A. and Harris, S.J. 

‘Solid phase extraction of metal ions using immobilised 

chelating calixarene tetrahydroxamates 269 


Imakyure, O. 
—, Kai, M. and Ohkura, Y. 
A fluorogenic reagent for amino acids in liquid chromatog- 
raphy, 4-(2-cyanoisoindolyl)phenylisothiocyanate 197 
Imasaka, T., see Fuchigami, T. 183 
Itoh, S.-i., see Ohta, K. 115 


Jaber, A.M.Y. 
— and Lounici, A. 
Polarographic behaviour and determination of norfloxacin 
in tablets 53 

Jacobsson, S.P. 
Feature extraction of polysaccharides by low-dimensional 
internal representation neural networks and infrared spec- 
troscopy 19 


Kai, M., see Imakyure, O. 197 

Kaneco, S., see Ohta, K. 115 

Kasper, A. 
— and Puxbaum, H. 
Determination of SO,, HNO,, NH, and aerosol compo- 
nents at a high alpine background site with a filter pack 
method 297 

Kearney, G.A., see Hutchinson, S. 269 


Lamb, R.N., see Aquino-Binag, C. 65 
Laserna, J.J., see Rupérez, A. 147 
Littlejohn, D., see Davidson, C.M. 277 
Lounici, A., see Jaber, A.M.Y. 53 

Lu, P., see Zou, H. 205 

Lynch, B., see Hutchinson, S. 269 


Maghuin-Rogister, G., see Debruyckere, G. 155 
Marawi, I. 
—, Wang, J. and Caruso, J.A. 


Graphite furnace hydride preconcentration and subse- 
quent detection by inductively coupled plasma mass spec- 
trometry 127 

Mar@y, K., see Hauge, S. 107 

Matisova, E., see Oriiak, A. 169 

McKelvie, I.D., see Benson, R.L. 233 

McKervey, M.A., see Hutchinson, S. 269 

McVey, S.E., see Davidson, C.M. 277 

Messerschmidt, J. 
—, Alt, F. and Tolg, G. 
Platinum species analysis in plant material by gel perme- 
ation chromatography 161 

Mizuno, T., see Ohta, K. 115 


Nakamura, M., see Hara, S. 189 

Narayanaswamy, R., see Ahmad, M. 255 

Nedeltcheva, T. 
—, Costadinnova, L. and Athanassova, M. 
Study of cathodic stripping of copper in hydrochloric acid 
medium. Simultaneous determination of cadmium, lead 
and copper by combined anodic and cathodic stripping 
voltammetry 75 

Ni, Z.-M., see Yan, X.-P. 89 

Nimmo, M. 
— and Fones, G. 
Application of adsorptive cathodic stripping voltammetry 
for the determination of Cu, Cd, Ni and Co in atmospheric 
samples 321 

Nohta, H., see Hara, S. 189 


Ohkura, Y., see Hara, S. 189 

Ohkura, Y., see Imakyure, O. 197 

Ohta, K. 
—, Yokoyama, M., Itoh, S.-i., Kaneco, S. and Mizuno, T. 
Determination of aluminium in biological materials by 
electrothermal atomic absorption spectrometry with a 
tungsten tube atomizer 115 

Orinak, A. 
—, Matisova, E., Gyéryova, K. and Slesarova, L. 
Chromatographic behaviour of novel zinc(II) carboxylates 

_ with nitrogen-donor ligands. Part I. Formates and acetates 

169 

Owen, S.P., see Barnabas, I.J. 261 


Perala, R., see Davidson, C.M. 277 
Picht, R., see Wilke, S. 41 

Pigram, P.J., see Aquino-Binag, C. 65 
Puxbaum, H., see Kasper, A. 297 


Rao, C.R.M. 
Cold decomposition procedure for the spectrophotometric 
determination of manganese in rocks, ores and minerals 
137 

Rigin, V.I. 
Indirect determination of polychlorinated organic com- 
pounds in environmental samples by molecular emission 
cavity analysis 121 


Author Index / Analytica Chimica Acta 291 (1994) 357-359 359 


Rupérez, A. 
— and Laserna, J.J. 
Surface-enhanced Raman spectrometry on a silver sub- 
strate prepared by the nitric acid etching method 147 


Sakai, F., see Hara, S. 189 
Slesarova, L., see Orinak, A. 169 


Thomas, R.P., see Davidson, C.M. 277 
Thorlacius, A., see Hauge, S. 107 
Tolg, G., see Messerschmidt, J. 161 


Ure, A.M., see Davidson, C.M. 277 


Van den Berg, C.M.G., see Achterberg, E.P. 213 
Van Peteghem, C., see Debruyckere, G. 155 
Van Vyncht, G., see Debruyckere, G. 155 


Wang, J., see Marawi, I. 127 

Whalley, C. 
— and Grant, A. 
Assessment of the phase selectivity of the European Com- 
munity Bureau of Reference (BCR) sequential extraction 
procedure for metals in sediment 287 

Wheeler, V.A., see Bramley, P.C. 243 


Wienke, D. 
— and Hopke, P.K. 
Projection of Prim’s minimal spanning tree into a Koho- 
nen neural network for identification of airborne particle 
sources by their multielement trace patterns 1 

Wilke, S. 
— and Picht, R. 
Impulse—response functions of flow-through detectors 
based on the membrane-stabilised liquid-liquid interface. 
Part I. Mathematical treatment 41 


Yamaguchi, M., see Hara, S. 189 

Yan, X.-P. 
— and Ni, Z.-M. 
Vapour generation atomic absorption spectrometry. Re- 
view 89 

Yokoyama, M., see Ohta, K. 115 


Zhang, Y., see Zou, H. 205 

Zhou, S., see Zou, H. 205 

Zou, H. 
—, Zhou, S., Hu, X., Hong, M., Zhang, Y. and Lu, P. 
Determination of 2,4,6-trinitrotoluene and its biodegrada- 
tion products by normal-phase liquid chromatography 205 


| 


